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o Ripon Cathedral dates from 1154, being then erected 
*8 on the site of the seventh-century Saxon church of which 
a nothingnowremainsbuithecrypt. Fromi3i8-isoothebuild- 
? ing suffered various vicissitudes through fire and warfare, 
and later was considerably damaged by the Parliamentarian 

1 troops. The entire building was carefully restored between 

•" 1861 and 1869. The total length of the Cathedral is 270 feet 

2 and the height of the Western towers, no feet. 
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Ripon Cathedral dates from 1154,' being- then erected 
on the site of the seventh-century Saxon church of which 
nothing now remains but the crypt. From I3i8-i500thebuild- 
ing suffered various vicissitudes through fire .and warfare, 
and later was considerably damaged by the Parliamentarian 
troops. The entire building was carefully restored between 
1861 and 1869. The total length of the Cathedral is 270 feet 
and the height of the Western towers, no feet. 
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